JANUARY 26, 1970 


Board member Dunnebacke suggested that 
the LPD try to avoid unnecesarily blocking 
traffic lanes while talking to or issuing 
tickets to motorists. 


Board member Brasseur requested that 
Yield signs be installed at the intersection 
of Jessop and Wildwood, SLOW signs will 
be erected for the present and the staff will 
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make an analysis for the February board 
meeting, 


There being no further business the meet- 
ing was adjourned at 9:20 P.M. 
Respectfully submitted, 
LANSING TRAFFIC BOARD, 


ALLEN T. HAYES, 
Secretary. 





OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 





Proceedings, January 20, 1970 





Members present: E. J. Baker, Howard 
Lutz, Keith Norris, Dean Batley, and Doug- 
lags Jones—B5b. 


Inspectors present: Dale Hoover and Ray 
Dwyer—2. 


Meeting called to order at 7:00 P.M. by 
Chairman Norris, 


Minutes of the last meeting were read 
and approved as printed. 


Joseph Halfman, 627 Smith Ave., Lan- 
sing, Michigan applied for a homeowners 
permit to install 100 amp service at his 
above address. A drawing and utility spot 
was presented. The drawing was incomplete 
and questions were not answered properly. 
Permit was not granted. 


Phillip Smith, 251 Marshall St., Lansing, 
Michigan, applied for a homeowners permit 
to install a 100 amp. service at his above 
address. A drawing and utility spot was 
presented and questions answered. 


Motion was made by Mr. Norris and sec- 
onded by Mr, Lutz that a permit be granted, 


Passed. 


Harry Fulger, 2133 Newark Ave., Lan- 
sing, Michigan, applied for a homeowners 
permit to install a 100 amp. service at his 
above address. A drawing and utility spot 
was presented, and questions answered, 


Motion was made by Mr. Lutz and sec- 
onded by Mr. Battley that the permit be 
granted. 


Passed, 


Charles Lang, 552 Armstrong Road, Lan- 
sing, Michigan, applied for permission to 
write the class ‘J’ examination. His quali- 
fications being in order, the Board granted 
permission to write at the next examina- 
tion night, Feb. 17, 1970. 


Victor L. Spence, 223 E. Hodge Ave., 
Lansing, Michigan, applied for permission 
to write the class ‘MJ’ examination. His 
qualifications being in order, the Board 
granted permission to write at the next 
examination night, February 17, 1970. 


Patrick Ryan, 413 W. Barnes Ave., Lan- 
sing, Michigan, applied for permission to 
write the class ‘J’ examination. He pre- 
sented proof of training. 


‘Motion was made by Mr. Lutz and sec- 
onded by Douglas Jones, that Mr. Ryan be 
granted permission to write at the next 
examination night, Feb, 17, 1970. 


Passed. 


Verbal request from Mr, Clayton McCoy 
to write the “MJ” examination, His quali- 
fications being in order, the Board granted 
permission, 
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The Board granted a 30 day extension to 
the John Bean Company for Gary Richmond 
to continue as temporary I.M.J. 


Inspectors’ field problems were discussed. 


Discussion on system grounding for town- 
houses to be standardized. 


Motion was made by Mr. Lutz and sec- 
onded by Mr. Baker that a minimum of 


JANUARY 26, 1970 


No. 2 copper be used on four (4) 100 amp. 
services per set of service drops. 


Meeting was adjourned at 10:00 P.M. 


Respectfully submitted, 


RAY J. DWYER, 
Secretary. 





OFFICIAL PROCEEDINGS OF THE 


PARK BOARD 
OF THE CITY OF LANSING 





Proceedings, January 14, 1970 





The meeting was called to order by Presi- 
dent English. 


Present: English, DesRochers, Hewes, 
Kowalski, McFall, Sherry—6. 


Absent: Powers, Fletcher—2. 


Minutes of the meeting held December 10, 
1969, were approved as written. 


Councilman William Brenke joined the 
meeting, 


COMMUNICATIONS 


Request to sell coffee and drinks at Ban- 
croft and Comstock Parks by George La- 
Mothe and Jeff Hover. 


Tabled. 


Letter from Central Advertising Co. rela- 
tive to sign on park property. 


By Mr. Hewes— 


’That the Director reiterate to Mr. Loren- 
sen, Central Advertising Co., both by tele- 
phone and letter, the underlying reasons for 
the Park Board’s request that the sign be 
removed from park property on East Grand 
River Avenue, and that although their will- 
ingness to pay rental to the City for use 
of this property is appreciated, it cannot 
be permitted under our Land Policy and 
must therefore be removed within sixty 
days, as requested, 


Carried. 


REPORTS TO THE BOARD 


M.R.P.A. Conference report submitted by 
the Recreation staff. 


Placed on file. 


Cemetery Division report submitted. 
Placed on file. 


Forestry Division report submitted. 


Placed on file. 


Parks Division report submitted. 


Placed on file. 


Recreation Division report submitted. 


Placed on file. 


COMMITTEE REPORTS AND 
RESOLUTIONS 


Fees and charges for Cemetery services 
was considered. 


Referred back to Cemetery Committee for 
recommendation at next meeting. 
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Whereas construction has been delayed 
on Roll No, 207 (Sanford—Frederick—Larch 
—Cavanaugh and others) and whereas 
effective February 25, 1970 penalty and 
interest are applied to those assessments 
and installments not paid, and whereas 
construction will commence within 30 days 
be it hereby resolved that the warrant for 
collecting be extended from February 24, 
1970 to April 24, 1970. 


Adopted by the following vote: 


Unanimously. 


Robert Pentoney, 1316 S. Briarfield Dr. 
spoke relative to the tax assessment, 


FEBRUARY 23, 1970 


Anthony P. Nosal, 3703 Waverly Hills 
Rd, spoke. 


Council] adjourned at 8:45 P.M. 


THEO FULTON, 
City Clerk. 


Lansing, Michigan 
February 238, 1970 


B/C 


OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 





Proceedings, February 17, 1970 





Members present: Howard Lutz, Douglas 
Jones, Keith Norris and Dean Battley—4. 


Members absent: E. J. Baker—1. 


Inspectors present: Dale Hoover and 
Ray Dwyer—2. 


Meeting called to order at 7:00 P.M. by 
Chairman Norris. 


Minutes of the last meeting were read 
and approved as printed. 


James Mercer, Victor Spence, and Thomas 
Glennon were approved to write the Master 
Journeyman’s examination. Gerald Keefer 
and Herbert Middleton were approved to 
write the Industrial Master Journeyman’s 
examination. Charles Lang, Joseph Raney, 
Robert Ryan, Patrick Ryan, and Eldridge 
Hirman were approved to write the Jour- 
nheyman’s examination. : 


Examinations were started in separate 
rooms under the supervision of Mr. Hoover 
and Mr. Lutz. 


Charles Jones, 1606 Reo Road, Lansing, 
Michigan applied for 2 home owners permit 
to install a 100 amp service at his home at 
the above address. A drawing and utility 
spot was presented but his drawing was 


incomplete. Motion made by Mr. Jones 
and seconded by Mr. Lutz that the inspector 
be authorized to issue the permit when a 
corrected drawing is submitted. 


Darrell Chadwell, 1931 Clifton, Lansing, 
Michigan applied for a home owners permit 
to install a 100 amp service at his home at 
the above address. He presented a draw- 
ing which was incomplete, also no utility 
spot. Motion was made by Mr. Lutz, 
seconded by Mr. Jones, that the inspector be 
authorized to issue the permit when a cor- 
rected drawing and utility spot is sub- 
mitted. 


Dick Sulpher, 3602 Marion Avenue, Lan- 
sing, Michigan applied for a home owners 
permit to install a 100 amp service at his 
home at the above address. A drawing and 
utility spot was presented. The drawing 
was incomplete and questions were not 
properly answered. Permit was denied. 


Harry N. Ferrell, 4128 West Michigan 
Avenue, Lansing, Michigan applied for 
an I.M.J. Journeyman’s license. The elec- 
trical examining board examined Mr. Fer- 
rell and the license was granted, 


A collaborative digitization project of the City of Lansing and Forest Parke Library and Archives - Capital Area District Libraries 


FEBRUARY 23, 1970 


David Ellis, Dick Duffy, Thomas Holden 
and Robert Back applied for the Class 
“J’’ examination, They presented letters of 
experience. Motion was made by Mr. Lutz, 
seconded by Mr. Jones that they be granted 
permission to write the examination May 
19, 1970. 


Edward Carey appeared to request renew- 
al of his expired license. His explanation 
was accepted by the board. 


Terry Griffin, 1141%4 South Clemens Ave- 
nue, Lansing, Michigan applied for per- 
mission to write the “MJ” examination. 
Permission was granted to write the ex- 
amination at the May 19, 1970 meeting. 


Edward Jamros, 210 East Thomas Street, 
Lansing, Michigan applied for permission to 
write the “MJ” examination. Permission 
was granted to write the examination at 
the May 19, 1970 meeting. 
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Gary Richmond, employed at John Bean 
Corporation, was given a 30 day extension 
for a temporary “I.M.J.” license, 


Edgar Yauch, 2185 Hollyway, Lansing, 
Michigan, was examined for a “J”? Journey- 
man’s license by Electrical Examining 
Board and received a passing grade. 


A motion was made by Mr. Lutz to send 
letters to all electrical contractors in re- 
gards to licensing dates, also a return list 
from each contractor listing each journey- 
man, apprentice and helper in his employ- 
ment, 


Motion carried by a unanimous vote. 


Meeting was adjourned at 11:00 P.M. 


Respectfully submitted, 


RAY J. DWYER, 
Secretary. 





OFFICIAL PROCEEDINGS OF THE 


POLICE BOARD 
OF THE CITY OF LANSING 





Proceedings, February 17, 1970 





The meeting was called to order by the 
Chairman, Russel A. Lawler. 


ROLL CALL 


Commissioners present: Lawler, McCon- 
nell, Noack, Dillingham, and Dutzy—5. 


Commissioners absent: Lawry, Guysel- 
man, and Rollis—3. 


Commissioners Lawry and Guyselman 


were excused from the meeting. Comm. 
Rollis suspended by Mayor Gerald Graves. 


MINUTES OF PREVIOUS MEETING 


The minutes of the previous board meet- 
ing were approved as printed. 


COMMUNICATIONS 


Letters of appreciation were received 
from the Stephen McGuire Family; Mr. 


Paul Spata, Jr., Director of Lansing Boys 
Training School; and Sheriff Douglas Har- 
vey, Washtenaw County. 


Letters of commendation were received 
from the following individuals regarding the 
Pedestrian Education Program: Miss Vi- 
vian Winger, Principal, Moores Park 
School; Mr. E. A. Canady, Principal, 
Northwestern School; Mrs. Frances Ross- 
man, Principal, Verlinden Avenue School; 
Mr. Warren Bailey, Principal, Maple Hill 
School; Mr. Don MacFadyen, Principal, 
Okemos Central School; Mr. Stephen Part- 
ington, Superintendent, Lansing School Dis- 
trict; Det. Sgt. Ray C. Valley, Juvenile 
Section, Department of State Police; Mrs. 
Olivia Letts, Principal, Horsebrook School; 
Miss Grace VanWert, Director of Elemen- 
tary Education, Lansing School District. 


Copy of letter sent to City Council by 
F.0.P. regarding the F.0.P.—City of Lan- 
sing Swine referred back to the Police 
Board. 
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Lot had been installed at a cost of 
$1,485.00. 


3. Personnel and Salaries—No report. 


4, Veterans—No report. 


E. Unfinished Business : 


1. A motion to incorporate the proposed 
new checkroom rates into the Concesson- 
aire Contract was made by Commissioner 
Herr, supported by Commissioner Roz- 
nowski and carried. 


F. New Business : 


1. The meeting with the Lansing Conven- 
tion Bureau Board of Directors, Cham- 
ber of Commerce representative and the 


MARCH 23, 1970 


representatives of the Mayor’s office was 
discussed. Commissioners Swan, Roz- 
nowski and McCartney were appointed 
as representatives of the Civic Center 
Board to the joint committee with the 
above. 


F. Manager’s Report: 
1. Operating statement, budget balance 


sheet and building rental report for 
February presented. 


H. Announcements; 


1. Next meeting to be April 21, 1970. 


J. Meeting adjourned at 9:30 p.m. 





OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 





Proceedings, March 17, 1970 





Members present: Howard Lutz, Douglas 
Jones, and Keith Norris-—3. 


Members absent: Dean Battley and E. 
J. Baker—2. 


Inspectors Present: Dale Hoover and 
Ray Dwyer—2. 


Meeting called to order at 7:00 P.M. by 
Chairman Norris. 


Minutes of the last meeting were read 
and approved as printed. 


Gary Richmond employed by John Bean 
Corporation completed a satisfactory ex- 
amination. The electrical examining board 
granted Mr. Richmond a “I.M.J.’’ license. 


Richard Sulpher, 3602 Marion Street, 
Lansing, Michigan applied for a home 
owners permit to install a 100 amp service 
at his home, the above address, and pre- 
sented a drawing and utility spot. 


Motion made by Mr. Norris and seconded 
by Mr. Jones that the permit be granted. 


Passed. 


Anthony Seperic, 3324 Karen Street, Lan- 
sing, Michigan applied for “I.M.J.” ex- 
amination. He presented qualifications. 


Motion made by Mr. Lutz and seconded 
by Mr. Jones that Mr. Seperic be given 
permission to write. 


Passed. 


The electrical examining board supported 
H. B. No. 4222 which provides for “Certi- 
fied Electrical Inspectors.” 


Inspectors field problems were discussed. 


Examinations from the last meeting were 
graded. Victor Spence and Herbert Mid- 
dleton were found to have passing grades. 


A motion was made by Mr. Norris and 
seconded by Mr. Jones to adjourn. 


Passed. 


Meeting adjourned at 9:45 P.M. 


Respectfully submitted, 


RAY J. DWYER, 
Secretary. 
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and Light is conducting a landfill across 
the river from him with no gravel layers. 
Mr. Pesterfield will investigate. 


Mr. Ray reported seeing smoke from Mell- 
ing Forging. Mr. Pesterfield will investigate. 


A petition and complaint have been re- 
ceived from the City Clerk. Motion by Mr. 
Dodson, second by Mr. Emery, that these 
be referred to the engineer for investiga- 
tion. 


Motion carried. 


Mr. Zapata reported on the joint meeting 
with the Public Service Board. They want 
help from us in educating the public on the 
problem of solid waste disposal. There was 
a discussion. Motion by Mr. Ray, second 
by Mrs. Bock, that a Committee be ap- 
pointed to consider the best course for the 
Board to take on this matter. 


Motion carried. 


COUNCIL PROCEEDINGS 369 


Mr. Tableman appointed Mr. Zapata, Mr. 
Dodson and Mr. Sullivan. 


Mr. Ray reported on the meeting with the 
County Board of Health. It was concluded 
that at this time the County does not have 
problems comparable to those of the City 
and they do not have monies to institute in- 
vestigative procedures. Thus no expansion 
to a county-wide operation can be planned 
at this time. Miss Belen will investigate 
the availability of federal monies for this 
purpose and the situation will be left open 
and further meetings held if warranted. 


The next meetting will be held Wednes- 
day evening, April 29, 1970, at 7:30 p.m., 
in the Press Room, City Hall. Motion by 
Mrs. Bock that the meeting be adjourned. 
So ordered, The meeting was adjourned at 
$:35 D.m. 


Respectfully submitted, 


MARVIN TABLEMAN, 
Chairman, 


NORMA DONOVAN, 
Secretary. 


OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 





Special Meeting, March 31, 1970 


Members present: Howard Lutz, Douglas 
Jones and Keith Norris—3. 


Members absent: Dean Battley and E. J. 
Baker—2. 


Inspectors Present: Dale Hoover, James 
Rice and Ray Dwyer—3. 


Meeting called to order 7:00 P.M. by 
Chairman Norris. 


Minutes of last meeting to be read at 
the next regular board meeting. 


This was a special meeting to up date 
the electrical examinations for Journey- 
men. 


A motion was made by Mr. Jones and 
seconded by Mr. Lutz to adjourn. 


Meeting adjourned at 10:30 P.M. 
Respectfully submitted, 


RAY J. DWYER, 
Secretary. 
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That Councilman Moore be excused from 
the session. 


Carried, 


Councilman Adado spoke relative proposed 
1970-71 budget, 


Gerrit Heuer, 109 Garden St. spoke rela- 
tive to Model Cities. 


James Taylor, 416 Everett Dr. and presi- 
dent of West Side Neighborhood Associa- 
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tion spoke and presented letters opposing 
the sale or leasing of any land in St. 
Joseph Park and providing of funds for 
continuation of ice skating rink at St. 
Joseph park for the coming season. 


Council adjourned at 8:20 P.M. 


THEO FULTON, 
City Clerk. 
Lansing, Michigan 
April 27, 1970 


F/B/M 





OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 





Proceedings, April 21, 1970 





Members present—E. J. Baker, Douglas 
Jones, Howard Lutz and Keith Norris—4, 


Members absent—Deane Battley—1, 


Inspectors present—Dale, Hoover, James 
Rice and Ray Dwyer—3, 


Meeting called to order at 7:00 P.M. by 
Chairman Norris. 


Minutes of the last meeting were read 
and approved as printed, 


Ben Nichols, 2921 W. Holmes Rd., Lan- 
sing, Michigan applied for home-owners 
permit to install a 150 Amp service at his 
above address. A drawing was presented 
but no utility spot. The drawing was in- 
complete and the permit was denied. 


Felix Rivas, 720 Walker Street, Lansing, 
Michigan applied for home-owners permit 
to install a 100 amp service at his above 
address, A drawing and utility spot was 
presented and questions answered. 


Motion was made by Mr. Lutz and 
seconded by Mr. Baker that a permit be 
granted, 


Passed, 


Kenneth Harken, 335 Berry Ave., Lan- 
sing, Michigan applied for permission to 
write the Class “J’’ examination. He 
presented proof of training. 


Motion was made by Mr. Jones and 
seconded by Mr. Lutz, that Mr. Harken 
be granted permission to write at the next 
examination night, May 19, 1970. 


Passed. 


Marlin Bishop, 217 S. Pennsylvania, Lan- 
sing, Michigan applied for permission to 
write the Class “MJ” examination. His 
qualifications being in order, the board 
granted permission to write at the next 
examinations and discussion followed. 


John Tallman, 1008 Dakin Street, Lan- 
sing, Michigan applied for permission to 
write the Class “J” examination. The 
board denied permission because Mr. Tall- 
man failed to qualify. 


A review was made of the new electrical 
examinations and discussion followed. 


A motion was made by Mr. Lutz and 
seconded by Mr. Baker to adjourn. 
Meeting adjourned at 9:00 P.M. 
Resepectfully submitted, 


RAY J. DWYER, 
Secretary. 
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OFFICIAL PROCEEDINGS OF THE 


BOARD OF TRUSTEES 
POLICEMEN’S AND FIREMEN’S 
RETIREMENT SYSTEM 





Proceedings, May 20, 1970 





May 20, 1970 
Lansing, Michigan 
Retirement Board Room 
8th Floor—City Hall 
10:00 A.M. 
The Board of Trustees met in regular ses- 
sion and was called to order by Chairman 


Benedict S. Novello. 


Present: Trustees Anas, Cochran, Graves, 
Hufnagel, Novello and Young—6. 


Absent: Trustees Butler, Miller—2. 
Present: Raymond W. Burgess, Secretary. 


The minutes of the regular meeting of 
ae 15, 1970 were received and placed on 
le. 


The Secretary reported 2 new members, 
0 reinstatements, 0 retired and 2 refunds 
since the last regular meeting bringing the 
total present annuity savings account to 
511. 


The Secretary reported refunds made 
since last regular meeting amounted to 
$1,829.14 with retirement allowances paid 
for the month of April 1970 amounting to 
$25,136.43. 


No funds available for investment. 
$8,804,000 fixed income securities on hand. 


The Financial Statements for the year 
ended December 31, 1969 for the Policemen’s 
and Firemen’s Retirement System were 
received by the Board of Trustees. 


It was moved by Trustee Hufnagel, sup- 
ported by Trustee Anas that Trustees Butler 
and Miller be excused from the meeting. 


Carried 


The Board Adjourned, 


RAYMOND W. BURGESS, 

Secretary, 

Policemen’s and Firemen’s 
Retirement System. 





OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 





Proceedings, May 19, 1970 





Members present: Dean Battley, Howard 
Lutz, Douglas Jones—3. 


Members excused: Keith Norris—1. 


Members Absent: E, J, Barker—1, 


Inspectors present: Dale Hoover, James 
Rice and Ray Dwyer. 3. 


Meeting called to order at 7:00 P.M. by 
Acting Chairman, Howard Lutz, 





Minutes of the last meeting were read 
and approved as printed. 
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Albert W. Rach, 1401 Pompton Circle, 
applied for a home-owners permit to in- 
stall a 100 amp service at his home, the 
above address. He had his spot from the 
utility, but his drawing was incomplete. 


Motion made by Mr. Battley, seconded by 
Mr. Jones, that the inspector be authorized 
to issue the permit when he presented a 
complete drawing. 


Passed. 


Ben Nichols, 2921 W. Holmes Road, ap- 
plied for a home-owners permit to install 
a 200 amp service at his, the above address. 
He presented a drawing and utility spot 
and answered questions. 


Motion made by Mr. Jones, seconded by 
Mr. Battley, that the permit be granted. 


Passed, 


Walter Doerr, 2063 Auburn, Holt, Mich- 
igan, applied for ILM.J. examination. He 
presented qualifications. 


Motion made by Mr. Jones, seconded by 
Mr. Battley that Mr. Doerr be given 
permission to write, 


Passed. 
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David Ellis, Thomas Joy, Robert Bach, 
Thomas Holden, Clifton Clevenger, William 
Allen and Kenneth Harkins were approved 
to write the Journeyman’s examination. 


Edward Jamros was approved to write the 
“M.J.”” examination. 


Anthony Seperic was approved to write 
the “I.M.J.” examination. 


Examinations were started in separate 
rooms, under the supervision of Mr. Hoover. 


Inspectors’ field problems were discussed. 


Licensing in the Lansing area was dis- 
cussed at length. 


A motion was made by Mr. Battley, 
seconded by Mr, Jones to adjourn, 


Meeting adjourned at 9:30 P.M. 


Respectfully submitted, 


RAY J. DWYER, 
Secretary. 





OFFICIAL PROCEEDINGS OF THE 


PARK BOARD 
OF THE CITY OF LANSING 





Proceedings, May 13, 1970 





The meeting was called to order by Presi- 
dent English, 


Present: English, Hewes, Kowalski, Mc- 
Fall, Powers, Sherry, Fletcher, Swathwood 


Absent: None. 


Minutes of meeting held April 8, 1970 
were aproved as written. 


Mr. and Mrs. Arthur Mauk were present 
and Mr. Mauk spoke to the Board in regards 
to the plans and accomplishmenis of the 
Friends of the Zoo Society and expressed 
the Society’s desire to cooperate with the 
Department in constructing a children’s 
contact-animal zoo. 


Preliminary plans and illustrations were 
presented to the Board by Dennis Serig, 


Landscape Architect, of the proposed chil- 
dren’s contact-animal zoo. 


By the Parks Committee— 


That we approve the preliminary plans as 
presented for a children’s contact-animal 
zoo area to be located north of the drive 
and west of the elk pen at Potter park, in 
our judgement this being the most suitable 
park and section thereof for this facility. 
And further, that we would welcome with 
gratitude any financial support for con- 
struction and development which the 
Friends of the Zoo Society wishes to donate. 


Carried. 


Bill Weise and Dave Wattles, representing 
the Phi Delta Theta Fraternity, were 
present and spoke to the Board relative to 
their recent use of Ranney Field for a 
benefit game. 
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OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 





Proceedings, June 16, 1970 





Members present: Howard Lutz, Dean 
Battley, Douglas Jones, and Keith Norris— 
4. 


Guest present: Rex Jerrim—1. 


Inspectors present: James Rice, Dale 
Hoover and Ray J. Dwyer~-3. 


Meeting called to order at 7:00 P.M. by 
Chairman Norris. Minutes of the last 
meeting were read and approved as printed. 


Ron Palmer, 1022 Smith Ave., Lansing, 
Michigan applied for a home-owners per- 
mit to install a 100 amp. service at his 
home, the above address. He presented a 
drawing but no utility spot. Motion was 
made by Mr. Battley and seconded by Mr. 
Lutz, that the inspector be authorized to 
issue the permit when the utility spot is 
submitted. 


Richard Frede, 5219 Starr Avenue, Lans- 
ing, Michigan applied for a home-owners 
permit to install a 100 amp. service at 
his home, the above address, A drawing 
was presented but no utility spot. The 
drawing was incomplete. Permit denied. 


Jonathan Watts, 1604 West St. Joseph, 
Lansing, Michigan appeared before the 
board and requested permission to install 
wiring in a home that he rents. Permit 
was not issued. 


Fred Cook, 905 Sparrow Avenue, Lansing, 
Michigan requested permission to write the 
Journeyman’s examination. The board 


asked Mr. Cook to verify his qualifications 
by letter at the next regular meeting. 


Robert Ridenour, 1712 West Miller Road, 
Lansing, Michigan requested permission to 
write the Journeymans’ examination. He 
did not produce satisfactory proof of his 
practical experience. 


Michael Ray Engardio, 4122 Alpha Street, 
Lansing, Michigan and Enos Major, 3317 
Deerfield, Lansing, Michigan applied for 
permission to write the Class “MJ” ex- 
amination. Their qualifications being in 
order, the board granted permission to 
write at the next examination night. 


Steward Nolan, 924 West Street, Lansing, 


. Michigan applied for permission to write 


the Class “J” examination. He presented 
proper qualifications. Permission was 
granted. Mr. Nolan to write at the next 
examination night. 


Examinations from the previous meeting 
were corrected by the board members. 
Robert A. Bach, Ed Jamros, William H. 
Allen, Thomas Joy and Clifton S. Cleven- 
ger received passing grades for their Jour- 
neymans license. 


A motion was made by Mr. Lutz and 
seconded by Mr. Battley to adjourn. 


Meeting adjourned at 9:15 P.M. 
Respectfully submitted, 


RAY J. DWYER, 
Secretary. 
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OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 





Proceedings, July 21, 1970 





Members present: Dean Battley, Douglas 
Jones, Keith Norris and Howard Lutz—4. 


Inspectors present: James Rice, Dale 
Hoover and Ray Dwyer—3. 


Meeting called to order at 7:00 P.M. by 
Chairman Norris. 


Minutes of the last meeting were read 
and approved as printed. 


Louis Burl, 1514 Owen Street, Lansing, 
Michigan applied for a home-owners permit 
to install a 100 amp service in his home, 
the above address. A drawing and utility 
spot was presented and questions answered. 


Motion was made by Mr. Battley and sec- 
onded by Mr. Jones that a permit be 
granted. 


Passed, 


Denny Moore, 628 Hamilton, Lansing, 
Michigan applied for a home-owners permit 
to install a 100 amp service in his home. 
the above address. The drawing was in- 
complete. 


Motion was made by Mr. Jones and sec- 
onded by Mr. Lutz that Mr. Moore return 
next board meeting with a completed draw- 
ing. 


Passed. 


Jack Oliver, 410 W. Berry Street, Lan- 
sing, Michigan applied for a home-owners 
permit to install a 100 amp service in his 
home, the above address. He did not have 
an acceptable drawing. 


Motion was made by Mr. Jones and sec- 
onded by Mr. Battley that Mr. Oliver cor- 
rect his drawing and return to the Electri- 
cal Inspector for approval. 


Passed. 


Thomas J. Dart, Richard Dunlap, David 
C. Kasier, and Wilbert Jackson applied for 
permission to write the Class “J” exami- 
nation. Their qualifications being in order, 


the board granted permission to write at 
the next examination night, August 18, 
1970. 


Stanley S. Smith, 222 S. Francis, Lan- 
sing, Michigan applied for permission to 
write the Class “J” examination. His 
qualifications did not meet the proper re- 
quirements. The board recommended to 
Mr. Smith that he take a Code Class at 
Lansing Community College. He also needs 
one more year of practical electrical ex- 
perience. 


Passed. 


George C, Breeden, Jr., 3412 Burchfield, 
Lansing, Michigan applied for permission 
to write the Class “J’? examination. His 
qualifications did not meet the proper re- 
quirements. The board requested eighteen 
more months of practical electrical ex- 
perience. 


Passed, 


James Fox, 8511 Bayview Dr., Lansing, 
Michigan requested renewal of his expired 
Class “J”? license. Mr. Fox’s reason for 
not renewing his license on the expiration 
date was that he had been in the Armed 
Services. 


Motion was made by Mr. Lutz and sec- 
hasan by Mr. Jones that the license be re- 
newed. 


Passed. 


Inspector field problems were discussed 
at length. 


A Special Board Meeting was called for 
by Chairman Norris on July 28, 1970. 


Motion was made by Mr. Battley and sec- 
onded by Mr. Lutz to adjourn. 


Meeting adjourned at 10:00 p.m. 
Respectfully submitted, 


RAY J. DWYER, 
Secretary. 
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AUGUST 3, 1970 


The next meeting will be held August 
26, 1970, at 7:30 p.m., in the Press Room, 
City Hall. Motion by Mr. Dodson that the 
meeting be adjourned. 


So ordered. 


The meeting was adjourned at 8:50 p.m. 
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Respectfully submitted, 


MARVIN TABLEMAN, 
Chairman, 


NORMA DONOVAN, 
Secretary. 


OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 





Special Meeting, July 28, 1970 





Members present: Howard Lutz, Dean 
oe Douglas Jones, and Keith Norris— 
(4). 


Inspectors present: James Rice, Dale 
Hoover and Ray Dwyer. 


Meeting called to order at 7:00 p.m. by 
Chairman Norris. Minutes of last meeting 
to be read at the next regular board meet- 
ing. 


This was a special meeting to up date 


the electrical examinations for Master 
Journeymen. 


A motion was made by Mr. Lutz and 
seconded by Mr. Battley to adjourn. 


Meeting adjourned at 10:00 P.M. 


Respectfully submitted, 


RAY J. DWYER, 
Secretary. 





OFFICIAL PROCEEDINGS OF THE 


BOARD OF APPEALS 
OF THE CITY OF LANSING | 





Proceedings, June 11, 1970 





The meeting was called to order at 7:36 
P.M. by Chairman Houck. 


A gavel was presented to Richard Gaus 
in appreciation of seven years of service 
on the Board of Zoning Appeals. It was 
noted that he had an excellent attendance 
record. 


ROLL CALL 


Present: Houck, McComb, Gaus, Wen- 
drow, Kelley, Rendon, Trierweiler, Taylor. 


Absent: None. 


HEARINGS 
#1806 


William Fishback, Board of Water and 
Light, was present to support the Board’s 
appeal to drill a municipal water well and 
install and operate pumping equipment on 
a residential lot, upon the premises known 
as 6036 Schafer Road. This is contrary to 
Section 36-17 of the Zoning Ordinance, 
which does not permit the operation of a 
municipal water well and pumping equip- 
ment in an “A-1” Family Residential Dis- 
trict. 
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OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 





Proceedings, August 18, 1970 





Members present: Howard Lutz, Douglas 
Jones, and Keith Norris (3). 


Members excused: Dean Batiley (1). 


Inspectors present: James Rice, Dale 
Hoover and Ray Dwyer (3). 


Guest present: Bernard Elliott. 


Meeting called to order at 7:00 P.M. by 
Chairman Norris. Minutes of the last meet- 
ing were read and approved as printed. 


Dave Froh, the Program Coordinator for 
the City of Lansing, appeared before the 
electrical board and presented a problem 
in connection to the application of our 
code to the department of housing and 
Urban Renewal Program. In reply to Mr. 
Froh’s problem they stated that within the 
next six (6) months the board will review 
that portion of the existing city electrical 
code that pertains to the use of non-metallic 
sheathed cable (romex) in multiple dwell- 
ing units, This review will be based on 
sound engineering principles, comparative 
eost analysis, and the proper safeguarding 
of life and property. 


Thomas J. Dart, Richard G. Farrington, 
Wilbert Lee Jackson, David C. Kosier and 
Richard N, Dunlep were approved to write 
the journeyman’s examination. 


Michael Ray Engardio and John Deedy 
were approved to write the M. J. exami- 
nation. 


Gerald Keefer was approved to write the 
I.M.J. examination. 


Examinations were started in separate 
rooms, under the supervision of Mr. Hoover. 


Richard Frede, 5219 Starr Avenue, Lan- 
sing, Michigan re-applied for a home- 
owners permit to install a 100 amp service 
at his home, the above address. The draw- 
ing was incomplete. Motion was made by 
Mr. Lutz, seconded by Mr. Jones, that Mr. 
Frede return next board meeting with a 
completed drawing. 


Passed, 


Denny Moore, 628 Hamilton, Lansing, 
Michigan, re-applied for a home-owners 
permit to install a 100 amp service at his 
home, the above address. A utility spot 
and drawing was presented. His drawing 


was incomplete, A motion was made by 
Mr. Jones and seconded by Mr. Lutz that 
Mr. Moore complete his drawing and re- 
turn to the electrical inspector for approval. 


Passed. 


Donald Cross, 3509 Forest Road, Lansing, 
Michigan applied for a home-owners per- 
mit to install a 200 amp service at his 
home, the above address. He presented a 
drawing and utility spot and answered 
questions, 


Motion made by Mr. Lutz and seconded 
by Mr. Jones, that the permit be granted. 


Passed. 


Gerald R. Kuhn, 1428 Comfort Street, 
Lansing, Michigan applied for a home- 
owners permit to install a 150 amp service 
at his home, the above address, He pre- 
sented a drawing and utility spot and an- 
swered questions. . 


A motion was made by Mr. Jones, sec- 
onded by Mr, Lutz, that the permit be 
granted. 


Passed. 


Dean Johnson, 1037 Orchard Street, Lan- 
sing, Michigan applied for a home-owners 
permit to install a 100 amp service at his 
home, the above address. A utility spot and 
drawing were presented. His drawing was 
incomplete. 


A motion was made by Mr. Jones, sec- 
onded by Mr. Lutz that Mr. Johnson com- 
plete his drawing and return to the elec- 
trical inspector for approval. 


Passed. 


James Mercer, 1015 Parkdale, Lansing, 
Michigan requested renewal of his expired 
license. The board reviewed his reasons 
and a motion was made by Mr. Jones and 
seconded by Mr. Lutz, that Mr. Mercer 
would be required to write his journeyman’s 
examination at the next regular examina- 
tion night, November 17, 1970. 


Meeting adjourned at 11:00 P.M. 
Respectfully submitted, 
RAY J. DWYER, 


Secretary. 
N.M. 
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SEPTEMBER 21, 1970 


Mrs, Guilford stated the timing of the 
traffic lights is not working correctly at the 
intersections of Miller Road & Pennsyl- 
vania and Cedar & Willoughby Road. 
The Board of Water & Light will be con- 
tacted to make the necessary corrections. 


There being no further business Board 
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member Vlahakis moved that meeting be 
adjourned, 
Meeting adjourned at 10:45 PM. 
Respectfully Submitted, 


LANSING TRAFFIC BOARD 
Allen T. Hayes, Secretary 





OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 





Proceedings, September 15, 1970 





Members present: Howard Lutz, Douglas 
Jones and Dean Battley—3. 


Member excused: Keith Norris—1. 


Inspectors present: James Rice, Dale 
Hoover and Ray Dwyer—3. 


Guest present: Keith Miller—1. 


Meeting called to order at 7:00 P.M. by 
acting Chairman Howard Lutz. Minutes 
of the last meeting were read and approved 
as printed. 


Herbert Ivey, 5912 Pheasant Street, Lan- 
sing Michigan applied for a home-owners 
permit to install a 100 amp service in his 
home at the above address. He presented 
a drawing and utility spot. 


Motion made by Mr. Jones and seconded 
by Mr. Battley that the permit be granted. 


Passed. 


Joe MeKeon, 2715 Fielding Drive, Lan- 
sing, Michigan applied for a home-owners 
permit to install a 150 amp service in his 
home at the above address. He presented 
a drawing and utility spot. 


Motion made by Mr. Battley and seconded 
by Mr. Jones that the permit be granted. 


Passed. 


Don Jolly, 6815 Cooper Road, Lansing, 
Michigan applied for a home-owners per- 


mit to install a 100 amp service in his home 
at the above address. A drawing was pre- 
sented, but no utility spot. The drawing 
was incomplete and the permit denied. 


Paul Voisin, 231 S. Lathrop Street, Lan- 
sing, Michigan applied for a home-owners 
permit to install a 100 amp service at his 
home at the above address. A drawing and 
utility was presented and questions an- 
swered, 


Motion made by Mr. Jones and seconded 
by Mr. Battley, that the permit be granted. 


Passed. 


Harold Bell, 1480 Roseneath and James 
Krauss, 831 Ferley Street, Lansing, Michi- 
gan were approved to write the ‘Master 
Journeyman’s” examination. 


Examinations were corrected and the fol- 
lowing received a passing grade. Michael 
Ray Engardio, John E. Deedy, Thomas J. 
Dart, Wilbert Lee Jackson, Richard G. 
Farrington and Geral Keefer. 


Meeting adjourned at 10:00 P.M. 


Respectfully submitted, 


RAY J. DWYER, 
Secretary. 


T.C. 
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NOVEMBER 2, 1970 


Councilmen Brenke and Adado, and Police 
Commissioner Rollis. 


By Mr. Hewes— 


That the Park Board approve an option 
for the requested site, not to exceed fifteen 
acres, in Washington Park, to the Police 
Board for the purpose of their Feasibility 
Study, with the understanding that in the 
event the Feasibility Study proves it to be 
an unsuitable site, it shall remain under 
the jurisdiction of the Park Board. It fur- 
ther being understood that in the event the 
Feasibility Study should prove it to be a 
suitable site for the Lansing Police Head- 
quarters, that the Park Board be compen- 
sated with other lands suitable for park 
purposes, 


Supported by Mr. McFall. 


Yeas: English, Hewes, McFall, Kowalski, 
Fletcher, Swathwood—6. 


Nays: Semerly—1. 
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The next official meeting of the Park 
Board was set for Thursday, November 12, 
1970. 


Meeting adjourned. 


Respectfully submitted, 


JANE RUST, 
Secretary. 


Approved by: 


CHARLES G. HAYDEN, 
Director, 
Parks and Recreation. 


OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 





Proceedings, October 20, 1970 





Members Present: Howard Lutz, Dean 
Battley, Keith Norris, Douglas Jones and 
Keith Miller—5, 


Inspectors Present: James Rice and Dale 
Hoover—2, 


Inspector Excused: Ray Dwyer—1. 


Meeting called to order at 7:00 p.m, by 
Chairman Norris. 


Minutes of the last meeting were read 
and approved as printed. 


Motion made by Mr. Lutz and seconded 
by Mr, Battley to inform the City Clerk to 
issue the following licenses upon request: 


Michael Ray Engardio ___.. Class “MJ” 


John E. Deedy __.........Class “MJ” 
Thomas J. Dart ___.....--....Class “J” 
Wilbert Lee Jackson..._....Class “J” 
Richard G. Farrington —.._....Class “J” 


Gerald Keefer _.............Class “IMJ” 


Vernon Miner, 843 Maplehill, Lansing, 
Michigan, applied for a home-owners per- 
mit to install a 150 amp. service in his 
home at the above address. The drawing 
he presented was incomplete. 


Motion made by Mr. Jones and seconded 
by Mr. Miller, that the inspector be author- 
ized to issue permit when corrected drawing 
is submitted. 


Passed. 


Dave Willard, 2208 E. Cavanaugh Road, 
Lansing, Michigan, applied for a home- 
owners permit to install a 100 amp. service 
in his home at the above address. He pre- 
sented a drawing, utility spot was presented 
and questions answered. 


Motion made by Mr, Lutz and seconded 
by Mr. Jones that a permit be granted. 


Passed, 


Harold Dockham, 528 Christiancy, Lan- 
sing, Michigan, applied for permission to 
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write the Class ‘“J’’"—Journeyman exami- 
nation. His qualifications being in order 
the Board granted permission to write at 
the next examination night, November 17, 
1970. 


Thomas Glennon, 2200 Northwest Avenue, 
and Dennis Boutwell, 2605 Hazelwood, Lan- 
sing, Michigan, applied for permission to 
write the Class “MJ’—Master Journeyman 
examination. Their qualifications being in 
order the Board granted permission to 
write at the next examination night, No- 
vember 17, 1970. 


In reply to the letter from Ralph Rich- 
ards Electric the Board instructed the Act- 
ing Secretary to write Mr. Richards a letter 
requesting his presence at the next regular 
scheduled Board Meeting, November 17, 
1970. 


NOVEMBER 2, 1970 


In reply to the letter from Republic De- 
velopment Corporation, dated September 30, 
1970, the Board instructed the Acting Sec- 
retary to write said Corporation stating 
this request was denied, in the interest of 
Public Safety. 


The new amendments to the City Elec- 
trical Code were discussed at length. 


Meeting adjourned at 10:40 p.m. 


Respectfully submitted, 


DALE HOOVER, 
Acting Secretary, 





OFFICIAL PROCEEDINGS OF THE 


LANSING BUILDING AUTHORITY 
OF THE CITY OF LANSING 





Proceedings, October 13, 1970 





A meeting of the Lansing Building Au- 
thority was called for Tuesday, October 13, 
1970, at 2:00 p.m. in the Conference Room, 
10th Floor, City Hall. 


Present: Robert R. Backus and Raymond 
W. Burgess—2. 


Absent: Oskar M. Hornbach—1. 


There being no special business to discuss 
the meeting was adjourned. 


IRENE SACKETT, 


For Oskar M. Hornbach, 
Secretary. 





OFFICIAL PROCEEDINGS OF THE 


HOUSING COMMISSION 
OF THE CITY OF LANSING 





Proceedings, September 29, 1970 





The Regular Meeting of the Lansing 
Housing Commission was called to order 
by President Nolan Owen at 1:30 p.m. 


ROLL CALL 


Present: Commissioners Owen, Sliker, 
Clapp—3. 


Absent: Commissioners Riley and Hag- 
erty—2. 


Other Persons in Attendance: Mrs. Ger- 
ald Winans, Social Services Coordinator ; 
Harold Burnett, Option Negotiator, Re- 
development; Mike Harrold, Planning. 
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OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 





Proceedings, November 17, 1970 





Members Present: Howard Lutz, Dean 
Battley, Keith Miller, Douglas Jones and 
Keith Norris—5. 


Inspectors Present: James Rice, Dale 
Hoover and Ray Dwyer—3. 


Meeting called to order at 7:00 P.M. by 
Chairman Norris. Minutes of the last 
meeting were read and approved as printed. 


Harold Bell, James Krauss, Charles 
Medler and Dennis Boutwell were approved 
to write the Master Journeyman’s examina- 
tion. 


Anthony Seperic was approved to write 
the I.M.J. examination. 


Stuart Nolon, James Mercer, Donald G. 
Booth and Harold Dockham were approved 
to write the Journeyman’s examination. 


Examinations were started in separate 
rooms, under the supervision of Mr. Hoover 
and Mr. Lutz. 


Lyle Ward, 321 N. Francis, Lansing, 
Michigan applied for a home owners per- 
mit to install a 150 amp service at his 
home, the above address. He presented 
a drawing and utility spot and answered 
questions. Motion made by Mr. Battley, 
seconded by Mr. Miller, that the permit 
be granted. 


Passed. 


Howard DeBar, 1117 North Walnut, Lan- 
sing, Michigan applied for a home owners’ 


permit to install a 200 amp service at his 
home, the above address. He presented a 
drawing and utility spot and answered 
questions. 


Motion made by Mr, Miller, seconded by 
Mr. Jones, that the permit be granted. 


Passed. 


Harvey Altman and Mr. Shoemaker ap- 
peared before the board in regard to un- 
listed and unapproved fixtures that were 
installed at 309 N. Washington Avenue. 
These fixtures were inspected by the board 
and discussed at length. Motion made by 
Mr. Lutz, seconded by Mr. Battley that 
these fixtures be rewired by the electrical 
contractor doing the original installation 
and to be inspected by the electrical in- 
spector to comply with the boards decision. 


William Trombly representing Clark- 
Trombly, Consulting Engineers, appeared 
before the board for special permission to 
make underground taps for street lighting 
at Beekman Center. The board discussed 
the conditions and granted permission for 
this particular job. 


Inspectors field problems were discussed. 


Meeting adjourned at 10:15 P.M. 


Respectfully submitted, 


RAY J. DWYER, 
Secretary. 
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OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 





Proceedings, December 15, 1970 





Members present: Douglas Jones, Dean 
Battley, Howard Lutz, Keith Miller and 
Keith Norris—5, 


Inspectors present: Dale Hoover and 
dames Rice—2, 


Inspector excused: Ray J. Dwyer—1. 


Meeting called to order at 7:00 PM by 
Chairman Norris. 


Minutes of the last meeting were read 
and approved as printed. 


John Tallman presented qualifications to 
write the Journeyman’s examination. Mo- 
tion was made by Mr. Battley and seconded 
by Mr. Miller that Mr, Tallman be given 
permission to write at the next examination 
night. 


Passed. 


Dennis Fellows requested permission to 
write the Journeyman’s examination. The 
request was postponed unti] next month. 


Examinations from the previous meeting 
were corrected by the Board members. 
Charles D. Medler, Dennis Boutwell, and 
Harold Bell received passing grades for 
their “MJ” Master Journeyman’s License. 


Anthony Seperic received a passing 
grade for his “IMJ’’ license. 


James Mercer received a passing grade 
for his “J” Journeyman’s License. 


Inspectors field problems were discussed. 


Meeting adjourned at 9:45 PM. 


Respectfully submitted, 


DALE HOOVER, 
Acting Secretary. 
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